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BILL NO. S-76-04- y 


SPECIAL ORDINANCE NO. 


s - 


AN ORDINANCE approving a contract 
with Clow Corporation for the 
purchase of materials to be used 
in the Water Maintenance and 
Service Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY 
OF FORT WAYNE, INDIANA: 

SECTION 1. That the contract dated April 1, 1976, 

between the City of Fort Wayne, by and through its Mayor 

and the Board of Public Works, and Clow Corporation for: 

24 ea - 6" Cutting - In Sleeves Mechanical 
Joint with Set Screw Glands, Gaskets & Bolts- 
equivalent to Clow F-1220 - $1,368.00 

4 ea - 12" Solid Sleeves-Mechanical Joint- 
Duo purpose (for old & new pipe) Long 
Pattern, with Gaskets, Glands & Bolts 

Clow F-1208 - 580.00 

4 ea - 16" Solid Sleeves, Mechanical Joint, 

Duo purpose, (for old & new pipe) Long 
Pattern, with Gaskets, Glands & Bolt- 

equivalent to Clow F-1014 - 568.00 

$2,516.00 

all as more particularly set forth in City Utilities Purchase 
Order 7743 and which is on file in the Office of the 
Department of Purchasing and is by reference incorporated 
herein, made a part hereof and is hereby in all things ratified, 
confirmed and approved. 

SECTION 2. This Ordinance shall be in full force 
and effect from and after its passage and approval by the 
Mayor. 



APPROVED AS TO FORM 
AND LEGALITY,. 









Read the first tine in full and rn notion by , seconded by •. 

econd tine by title and refei 
(an ^th g-CttprPlan 


J duly adopted, read the second tine by title and referred 


to the Committee on 

Cofnrrri^rst^drrTornFecorTmendation) and Public Hearinn to be held after due~Teaal notice 
at^ 4 Te _ ^OTr?icTT _ Thambers^City-Count.v Buildina, Fort l/ayne, Indiana, ohT; 

■"clay^oT” 



CUrt LERK 

Read the third time in full and on notion by__ 

seconded by __» anc * adopted, placed on its passaae. 

Passed (tflST) by the followinp vote: - 


TOTAL VOTES 
BURNS 
HIMGA 
HUNT ER 
MOSES 
WUCKOLS 
SCHMIDT, D. 

SCHMIDT, V. 

STIER 
TALARI CO 
' DATE: 


AYES 

X 

NAYS 

O 

ABSTAINED 

1 

ABSENT 

cz 

1 1 

TO-HIT 

□ 


X . 


✓ . 

z z 

z 

z ~ 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (Sow ing Mop)— f6grngggl ) (Annexation ) (Special )• (Apjmrarwtioo.) Ordinance 

& 


(ResorhrtrtTnj o n th e c >?cfo y of ^ > 197 _^. 




ICING OFFICER 

^fefcayor of the Ci.tv of 

, 197 £> , at the hour of //^o ’clock 


CITY CLERK 

Aoaroved end sinned by no this_ ZZ c lay of 

at <L- hour of_ H'jJjQ. _‘'‘cl'rJ; S\'/l 








































































Bill No. S-76-04-39 

REPORT OF THE COMMITTEE ON * CITy UTILITIES 

We, your Committee on _ City Utilities _ to whom was referred an Ordinance 

approving a contract with Clow Corporation for the purchase of material & to bje 
used in the Water Mptntenctnce. and Serytte Department. 


































mini ©if mm mwrrcin;., 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

Cl o'./ Corporation 1 

51551 U.S. 31 N. 

Soutii Send, Indiana 45637 


ORIGINAL 7743 

PURCHASE ORDER NO. 


This number must appear on each pack 
express receipt and correspondence. 


naxsr M r. Mh—A:. r.Ll—Ly 1975 


L 


2938 _J 


SHIP TO — 

V; ater 


ia i ntenance 
/a I i aca 
’ n e, InJia n 


MAIL ALL INVOICES TO - 

CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


6" Cutting - In 31 saves Mechanical Joint 
v/ith Get Sere \i .lands. Gaskets &*Bolts- 
ecui valent to Cio; F-1220 

12" Solid SIeeves-MechanicaI Joint - Cuo 
purpose (for old c< new pipe) Long Pattern 
v/ith Gaskets, Glands & Bolts Clow F-1208 


16" solid Sleeves, Mechanical Joint, 
purpose, (for old & New pipe) Lone pattern 
v/ith Gaskets Glands & Bolt - equivalent to 
Clow F- 1 0 1 4 

TOTAL AMOUNT-•, 

All materials shall conform with the City 

of Fort l/ayne "'Water Main 5 Mater Service 

materials Standards" revised as of Aug. 6 
15 74 a any supplements or rfiod i f i cat i ons 
the reto. y. __ „ 

SUBJECT TO C 0 U N C I LU ,U |T$ jg A' p ■v’tAV-M. - • -r\ V 

_ '% | Send 

Confirming £>• .<■ ’ _^ 

Net 30 ~ t 

Ship Truck load Os.tocJ'. • J 

Price Per: Jim Cutler; SHC* 

F. C. . Delivered yyXj,- z.<- ~ 




'£ U 


P':V: C 

flO, Ind*' 
lumber- 


ON! 

: 45802 

pacing 


icn&di 


SUP, 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACt OF INVOICE. OT^EftWISEA 2% CASH DISCOUNT WILL BE TAKEN 



























TITLE QP ORDINANCE Special Ordinance - City Utilities Purchase Order 7743 to Clow Corp. 

DEPARTMENT REQUESTING ORDINANCE Board of Public works/ _ ; . 

7 

SYNOPSIS OF ORDINANCE City Utilities Purchase Order 7743 to Clow Corporation in 
amount of $2,516.00 provides for the purchase of certain materials to be used 

by the Water Maintenance & Service Department. 


SEE STTACHED 


EFFECT OF PASSAGE _ Provide needed materials in Water Maintenance Department 


EFFECT OF NON-PASSAGE Failure to keep needed materials on hand 


MONEY INVOLVED (Direct costs. Expenditures, Savings) cost to water utiiity-$2 ,516.00 


ASSIGNED TO COMMITTEE 





























